"\\192.168.1.228\Installer$\tightvnc-2.8.8-gpl-setup-64bit.msi" /quiet /norestart ADDLOCAL="Server,Viewer" VIEWER_ASSOCIATE_VNC_EXTENSION=1 SERVER_REGISTER_AS_SERVICE=1 SERVER_ADD_FIREWALL_EXCEPTION=1 VIEWER_ADD_FIREWALL_EXCEPTION=1 SERVER_ALLOW_SAS=1 SET_USEVNCAUTHENTICATION=1 VALUE_OF_USEVNCAUTHENTICATION=1 SET_PASSWORD=1 VALUE_OF_PASSWORD=macs1234 SET_USECONTROLAUTHENTICATION=1 VALUE_OF_USECONTROLAUTHENTICATION=1 SET_CONTROLPASSWORD=1 VALUE_OF_CONTROLPASSWORD=macs1234


msiexec /i "\\192.168.1.228\Installer$\tightvnc-2.7.10-setup-64bit.msi" /quiet /norestart ADDLOCAL="Server,Viewer" VIEWER_ASSOCIATE_VNC_EXTENSION=1 SERVER_REGISTER_AS_SERVICE=1 SERVER_ADD_FIREWALL_EXCEPTION=1 VIEWER_ADD_FIREWALL_EXCEPTION=1 SERVER_ALLOW_SAS=1 SET_USEVNCAUTHENTICATION=1 VALUE_OF_USEVNCAUTHENTICATION=1 SET_PASSWORD=1 VALUE_OF_PASSWORD=PASSWORD SET_USECONTROLAUTHENTICATION=1 VALUE_OF_USECONTROLAUTHENTICATION=1 SET_CONTROLPASSWORD=1 VALUE_OF_CONTROLPASSWORD=PASSWORD

msiexec /i "\\macsfs01\T$\IT\tightvnc-2.8.8-gpl-setup-64bit.msi" /quiet /norestart ADDLOCAL="Server,Viewer" VIEWER_ASSOCIATE_VNC_EXTENSION=1 SERVER_REGISTER_AS_SERVICE=1 SERVER_ADD_FIREWALL_EXCEPTION=1 VIEWER_ADD_FIREWALL_EXCEPTION=1 SERVER_ALLOW_SAS=1 SET_USEVNCAUTHENTICATION=1 VALUE_OF_USEVNCAUTHENTICATION=1 SET_PASSWORD=1 VALUE_OF_PASSWORD=PASSWORD SET_USECONTROLAUTHENTICATION=1 VALUE_OF_USECONTROLAUTHENTICATION=1 SET_CONTROLPASSWORD=1 VALUE_OF_CONTROLPASSWORD=PASSWORD

